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TAGS: NATO, SENV, ENRG, PO 

SUBJ: CCMS GEOTHERMAL ENERGY PILOT STUDY: SMALL POWER 
PLANT CONFERENCE 

REF: LISBON 5655; HARRIS/EHRMAN TELECON 1/2/75 

1. IDEA FOR TWO-PART CONFERENCE (PART I AT SAN FRANCISCO, 

PART II IN FALL IN AZORES) PASSED ON ORALLY TO HEAD OF 
PORTUGUESE SCIENTIFIC RESEARCH BOARD; EMBASSY WILL FOLLOW-UP 
WITH LETTER, SO BOARD PERSONNEL WILL BE ABLE WORK FROM WRITTEN 
DOCUMENT. 

2. RESEARCH BOARD HEAD RAISED TWO POSSIBLE DIFFICULTIES: 

A. COST OF SENDING DELEGATES TO SAN FRANCISCO; 

B. POSSIBLE COMPLICATIONS ARISING FROM MIXED SPONSORSHIP OF 
TWO MEETINGS (INSERTING A NATO/CCMS MEETING INTO CONTEXT OF 
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3. WOULD APPRECIATE DEPT'S VIEWS ON B. ABOVE; WOULD ALSO 
APPRECIATE KNOWING WHAT POSSIBILITIES MAY BE FOR OBTAINING 
DEPT. FINANCIAL ASSISTANCE TO ENABLE PORTUGUESE SEND MORE THAN 
ONE-MAN DELEGATION TO SAN FRANCISCO. QUESTION OF FINANCES 
COULD EASILY DETERMINE PORTUGUESE RESPONSE TO PROPOSAL FOR TWO- 
PART CONFERENCE, SINCE GOP HAS MADE POINT OF LIMITING ITS BUDGET 
FOR ATTENDANCE AT INTERNATIONAL CONFERENCES. 

SCOTT 
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